achieved  immediately.    As  for the remaining citations,   the respondent
achieved  compliance by abating the conditions within the time fixed
by the  Inspectors.

History  of  prior violations

For purposes of this docket,   the parties stipulated that respondent
has  no  history of prior violations of section 75.313,   75.300-4(a),
77.508,   or   77.502-2.     One prior violation of sections  75.517,   75,703,
and  77.800-2 are noted;  as well as five prior citations of 75,1722,
eight   for  violations of  75.1722,   four for violations  of section 75.200,
and  two   for section 75.512.

Pocket:  No.   WEVA 81-106
Fact  of Violations

This   docket  concerns 16  citations  served on the respondent during
April  and May 1980.     Three were  issued for failure to keep  records of
examinations made in the minej   two were  for improper fittings on power
cables; three concerned permissibility violations on mining equipmentj
two were guarding violations  for failure to guard machine parts;   two
were  for  failure to provide  adequate fire suppression devices on a shuttle
car and roof bolter;  and the remaining ones were for miscellaneous
electrical  violations.     The parties  stipulated that the violations
occurred,   and all of the citations  are AFFIRMED.

Gravity

None of  the violations were deemed to be serious,     The gravity
and probability of harm occurring with respect  to all of the citations
ranged  from medium to low,  and citations  910981,  910982, and 910983
were  deemed  to be technical recordkeeplng infractions.

Negligence

All  of  the citations with the exception of six,   resulted from the
respondent's  failure to exercise reasonable care.    Citations 910981,
910984,   910986,   910990,   910992,   and 910994 all constituted  low degrees
of negligence in that some of  the cited conditions were not readily
apparent  or occurred through inadvertence.     In any event,  all of the
citations   in question resulted  from ordinary negligence by  the respondent.

Good  faith  compliance

With  regard'to Citations  910989,  910990,  910992,   the record
establishes   that  respondent exhibited extraordinary compliance in that
the cited  conditions were immediately corrected and abated.     As for the
remaining  citations,  respondent exhibited good faith compliance by promptly
correcting   the conditions.

1171 that  correction and abatement of the cited conditions was
